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Excerpts from ODP Div/Staff Reports for Week Ending 11 March 1983 


Processing 


New VM2 Processor 


3081K) has been IPL'ed by SPD and 


The new VM2 processor 
testing remains on schedule 

CPC Disks Replaced 

On 7 March , all Control Dat a Corporation equipment located in 
1D16 was PTI'ed 


Building DAC Facility 


CEMB completed the equipment layout drawings for the new 

Building DAC Facility. The drawings will be submitted to 


the building architect this weekend. 
DAC Facility 


A site survey was conducted at the DAC to study the 

current equipment layout and find sufficient space for the 
installation of an IBM 6670 Laser Printer. The survey results 
found adequate sp ace without major reconfiguration of the current 
equipment layout. 

Applications 


STAT 


STAT 

STAT 

STAT 

STAT 

STAT 

STAT 

STAT 


Support to OF 


CIARDS (CIA Retirement & Disability System). The tape file 
with 1982 CIARDS tax data has been prepared for the Office of 
Finance. The file will be delivere d to the Socia^ L Security 
Administration Office in Baltimore. 


A memorandum has been received from the Office of Finance 
officially accepting the new CIARDS system. 


STAT 

STAT 
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Support to QDP 


(Message Processing System). Testing continues with the 
h i nk t0 TESTMPS. This past week we encountered two 
COMTEN hardware problems with the lines given us for testing and 
another line without a clock which COMMO is researching. when we 
have tested the system with a working line, the only problem now 
seems to be in the recovery area after the line timeouts. I ' 


4 - 4 . *\. of « Februar Y • the changes requested for BDS have been 

tested by System Development personnel and are scheduled to be 
demonstrated to ISSG on 4 March. The changes are currently 
scheduled to be put into production at the end of the month. 


Support to OS 


r\-r a -i- 

STAT 1 


STAT 

STAT 


F OURCEE (Community-wide Computer Assisted Com partments t ion 
Control System). All three of the 4C terminals in 
were connected this week to the standalone 4C syst em located in 
Room 1A10/20 . OS 4C terminals in 5E11 and GD31 are srh^m^H fn r 
connection to the 4C hardware on 7 March. 


Management Staff 


STAT 

STAT 


Finance . 


As of 8 March 1983, 
dollar value o f $34,842. 


there were 59 outstanding advances with a 
No accounts were delinquent. 


Administrative Staff 


Arrivals and Departures 

was reassigned to AS from OS on 7 March. 

was reassigned to SDD from DDI on 7 March. 

EOD'd in SDD on 7 March. F 


C STAT 

o mi 


STAT 

STAT 

STAT 
S I A I 
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ODP 83-358 

1 0 MAR £33 


MEMORANDUM FOR: Deputy Director for Administration 
FROM: 

Director of Data Processing 

SUBJECT: ODP Report for Week Ending 11 March 1983 


1. SAFE 

SAFE Early Capability : On 7 March, functional and 
acceptance testing of the CIA systems application software was 
begun. This testing will be conducted in two phases. The first 
phase, which will include all functional software except three 
user functions, will be conducted from 7 March to 13 March. The 
second phase will be conducted on 28 March to include the 
remaining three user functions. Testing will be conducted by the 
SURE/SSD/OCR group using these procedures developed jointly by 
SURE/SSD/OCR and CSPO. 

SAFE Status : The management portion of the SAFE 
Monthly Status Report was held on 11 March 1983 in the CIA Deputy 
Director of Administration's Conference Room. The technical 
portion was held in the Ames Building. No critical problems were 
identified. SAFE Early Capability is on schedule. 

2. Proposed Scientific Computing Requirements Study 

Comments were prepared by C/P&PG/ODP on a draft 
ASG/OCPAS Statement of Work for a proposed Scientific Computing 
Requirements Study. The P&PG/ODP comments incorporated input 
from Applications and Processing and emphasized that contractor 
efforts should be restricted to requirements analysis only. The 
proposed study had also included a systems design phase. The 
comments stated that systems design is more appropriately 
performed by ODP. 
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SUBJECT: ODP Report for Week Ending 11 March 1983 


3. 


Community Information Retrieval System (CIRS) Briefing 


On Wednesday, 2 March, 



Chairman. 


j Committee, and 


CIRS Project Coordinator, briefed D/ODP on CIRS. 
included project background information, current status and 
planned activities. During the meeting, it was decided to 
request officers from both IMS/DDO and ISSG/OS to serve on the 
CIRS Security Working Group. This group will be responsible for 
representing Agency security concerns (policy and procedures) for 
CIRS. 


STAT 

STAT 


4. Excess Equipment 

A physical inventory was taken of the Government-owned 
Burroughs computer systems, located at the TRW SAFE facility in 
Torrance, California. The inventory was part of the preparation 
to transfer two B6900 systems to the Navy Supply Systems Command 
and a dual B7800 computer system to the National Security Agency. 

An ODP-owned Interdata 7/32C II computer system, valued 
at $57,400, was transferred to the Office of Communicat ions . The 
system had been used as a SAFE user language testbed in the SAFE 
Operational Procedures Development Laboratory. 

5. Support to OS 

Fourcee. The Office of Communications and ODP 
Engineering Division are currently installing FOURCEE terminals 
at non-CIA user facilities in the D.C. area. It isn t expected 
that these installations will be completed in time to complete 
testing by non-CIA users by 31 March 1983 as we had planned. 


6. WANG Costs 

In conformance with procuring only the standard, 
TEMPEST-approved, word processing/office automation equipment, 
the Agency has obligated funds as follows: 

Cumulative from start-of-contract (May 1982) to date, 
totaling $7,448,351: 


STAT 
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SUBJECT: ODP Report for Week Ending 11 March 1983 


7. Senate Tour of SAFE Center 


The Senate Select Committee on Intelligence toured the 
Northside Computer Center on Fri day. 4 March. , The Committee was 
accompanied by Mr. Fitzwater and 


8. Significant Events During Coming Week 


STAT 


PMO Mail Moves to SAFE Center: 
will be switched from the 


PMO Mail Users support 
to the Northside Center 
Users will access files and 


during the weekend 19-20 March, 
receive mail on the SAFE System on Monday, 21 March. 


STAT 


STAT 
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